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Message Text 


DEPT PASS IO/SCT 

DOE PASS AMMONS AND MCCLARY, IA 
E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA TECHNICAL COMMITTEE MEETING ON 
ASSESSMENT OF PRESSURE COMPONENTS RELIABILITY FOR 
PRESSURE TUBE REACTORS 


1 . MISSION HAS RECEIVED AGENCY LETTER NOTING THAT 
SUBJECT MEETING, INTENDED TO BE HELD IN 1979, HAS 
BEEN POSTPONED AND WILL BE CONVENED IN FEBRUARY OR 
MARCH 1980 IN VIENNA, AUSTRIA. THIS DECISION WAS 
TAKEN DUE TO THE CHANGES IN THE AGENCY'S BUDGET MADE 
BY THE LAST BOARD OF GOVERNORS. 


2. COPY OF AGENCY LETTER POUCHED MCCLARY/DOE. KIRK 


UNCLASSIFIED 
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